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The 802.11 networks (wireless fidelity (WiEi) networks) have been the main 
wireless internet access infrastructure within houses and buildings. Besides 
access point placement, building architectures contribute to the WiEi signal 
spreading. Even dough WiEi installation in buildings becomes prevalent; the 
building architectures still do not take WiEi-friendliness into considerations. 
Current research on building and WiEi are on access point location, location 
based service and home automation. In fact, the more friendly the building to 
WiEi signal, the more efficient the 802.11 based wireless infrastructure. This 
paper introduces the term of WiEi-friendly building by considering signal 
propagations, the obstacle impact, as well as proposing an ornament-attaced 
reflector and a hole-in-the-wall structure to improve WiEi signal distribution. 
Experiment results show that obstacle materials made of concrete reducing 
WiEi signal the most, followed by metal and wood. Reflecting materials are 
able to improve the received signal level, for instance, the implemented 
ornament-attached reflector is able improving the received signal up to 6.56 
dBm. Eurther, the hole-in-the-wall structure is successfully increasing WiEi 
signal up to 2.3 dBm. 
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1. INTRODUCTION 

Internet access has been available in houses and offices as the access network technologies 
advanced. The internet networks within buildings are shared among cable and wireless networks. The 802.11 
wireless local area network (WLAN) or Wireless Fidelity (WiFi) is the common technologies providing 
wireless internet access within buildings. This is due to its sufficient mobility and the connection speed 
compared to the existing cable and mobile networks. Moreover, its standard development allows speed up to 
135 Mbps [1]. As mobile computer and mobile phone application are becoming popular, users in houses and 
offices tend to choose WLAN when available. 

Even dough WLAN demands in buildings are parts of building necesities; the integration of wireless 
network requirement is not yet included in building design. The consideration is just limited on how the 
cabling infrastructure provided. In fact, wireless signal propagation always faces indoor propagation 
problems [2]. 

On the other hand, there is an empty gap on scientific publications in discussing how to design 
buildings that are friendly to WiFi signal. The WLAN and building relationship generally are shared in the 
following topics: 

a. How to locate the access point optimally within the buildings to cover are as much as possible. The 
access point placement can either based on propagation analysis and model [3], user density traces [4], 
the overall Euclidian distance [5] or interferences possibilities [6]. 

b. Location based services that are talking about how to find a terminal by analyzing the received access 
point signals. This is often referred to as indoor localization [7-10]. 
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c. Home automation services using internet connections [11]. 

Meanwhile, materials used in buildings mostly absorb WiEi signal that make the access point 
placement inefficient as the transmitted signal blocked, absorbed, dispersed or reflected back by the wall and 
building structures. Isolative materials, such as concrete absorb and disperse the WiEi signal, while 
conductive materials such as metal reflect WiEi signal. The characteristics of those materials are 
approximated by using conductivity and complex permittivity parameter. The more conductive materials, the 
more reflective to radio signals. The more permittive a material, the more absorbing to radio signals. Table 1 
shows the examples of permittivity and conductivity of some materials exist on buildings. 


Table 1. Permittivity and Conductivity of Some Material [12] 


Material. 

Relative Permittivity 

Conductivity (S/m) 

Frequency (GHz) 

Concrete 

5.31 

0.0326 

1-100 

Brick 

3.75 

0.038 

1-10 

Plaster board 

2.94 

0.0116 

1-100 

Wood 

1.99 

0.0047 

0.001-100 

Glass 

6.27 

0.0043 

0.1-100 

Ceiling board 

1.50 

0.0005 

1-100 

Metal 

1 

10 

1-100 


Indoor propagations as the main problems for WiEi networks have been studied and modeled in 
some mathematical expressions. Deterministic model relies only on mathematical expressions, such as free 
space loss model, log distance path loss model, and log normal shadowing model. A more sophisticated 
model uses a complex approach such as impulse response [13] and statistic dispersion [14]. The modeling is 
performed only for a specific frequency band. 

This paper introduces the term of WiEi-friendly building by reminding that the building structure is 
the major challenge on indoor signal propagation, mainly about signal losses caused by the obstacles. This 
paper also introduces that the properties within the buildings may assist signal spreadings so that building is 
friendlier to WiEi signal. At the end of this paper, a simple though-hole application on the wall is examined 
to increase WiEi signal in other wall side. 


2. RESEARCH METHOD 

In order to introduce the needs of WiEi-friendly building, research methods are designed to show 

that: 

a. obstacles reduce WiEi signal 

b. reflector on certain positions increases the received signal 

c. reflector can be inserted in building properties or ornaments 

d. A small hole-in-the-wall structure may reduce the impact of signal blocking. 

2.1. The Obstacle Impact 

In order to show the obstacle impact to WiEi signal propagation, a measurement device is 
assemblied by using ESP8266. ESP8266 is a system on a chip (SOC) integrated circuit that can work as an 
access point as well as a client of the 802.11 network. ESP8266 can work either with microcontroller or stand 
alone. In order to examine the impact of obstacle to WiEi signal, an experiement is set up as shown in Eigure 
la. Eigure lb is for assessing the impact of the reflector on the received signal. 



(a) Obstacle experiment (b) Reflector Experiment 

Eigure 1. Experiment set up for obstacle and reflector impact 
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A smart phone is turned on to broadcast WiFi signal that will be blocked by an obstacle, separated 
by 2.5 m to 15 m from a smart phone and 20 cm from the receiver. WEMOS D1 ESP8266-E12 is applied as a 
WiFi signal receptor. Obstacles are made of concrete, wood and metal, while reflector is metal. Samples of 
the obstacles are shown in Figure 2. 



(a) Concrete (b) Metal (c) Wood 

Figure 2. Sample of the obstacle materials 


2.2. An Ornament-attaced Reflector 

Properties within the building such as painting, foto frames and statue can be used as signal 
spreaders, rather than obstacles. As an example, this paper utilizes a painting frame mounted in the wall as 
the reflector. An aluminium sheet is attached behind the painting. This ornament-attached reflector is 
employed to increase WiFi signal on the second floor. The access point is placed on the first floor. Figure 3 
shows the sketch of the experiment. There are three points for the reflector positioning: position 1, position 2 
and position 3. 



Figure 3. Sample of the obstacle materials 


2.3. A hole-in-the-wall Structure 

Building wall is the main obstacle within the building. Some rooms are isolated from WiFi signal as 
there is no way signal getting trhough. In this case, a hole-in-the-wall structure is designed to help signal 
passing through the wall. Figure 4 shows the designed structure. 


Aluminium Sheet 



Figure 4. A hole-in-the-wall structure 
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The hole is made of an aluminium tube with diameter d and length /, attached to two aluminium 
sheets. This structure is embedded to the wall so that concrete filled the area between the two aluminium 
sheets. The hole is expected to pass WiEi signal. An experiment is set to measure the impact of the hole-in- 
the-wall structure as shown in Eigure 5. 



.D 

WFi Transmitter 


Eigure 5. A hole-in-the-wall experiment 


3. RESULTS AND ANALYSIS 
3.1. Obstacle Impact to WiFi Signal 

The results of experiment on Eigure 1 are shown in Eigure 6. Data shown in Eigure 6 is based on the 
average of 30 times measurements. The average signal level decreases as distance between transmitter and 
receiver increases. The concrete obstacle absorbs signal the most which lead to the average received signal 
level of - 66.27 dBm. Metal is following by producing received signal level of -64.23 dBm. Wood is the less 
absorbing material, the average received signal is - 58.9 dBm. 
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Eigure 6. Signal reductions due to propagation and obstacles 
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3.2. Reflector Impact to WiFi Signal 

A metal reflector placement as depicted in Figure lb has been successfully reduce the signal 
absorption and increase received signal level. Signal level increases 1.14 dBm in average. The received 
signal for concrete obstacle is -64.74 dBm, metal obstacle is -63.27 dBm and wood obstacle is -58.17 dBm. 
The plots are also shown in Figure 6. 

3.3. Impact of Ornament-attached Reflector 

Figure 7 shows the exact locations of the ornament-attached reflector and the results are plotted in 

Figure 8. 



Position 1 


Position 2 



Position 3 

Figure 7. Reflector position 


The concrete wall blocks the received signal on the second floor. The only way signal gets through 
is by reflection through the door. Without additional reflector, the average received signal on the second floor 
is -68.69 dBm. By transforming the painting frame on the wall to be a reflector causes increments of received 
signals. There are 4.03 dBm increments in average. Reflector in position 1 increases 3.39 dBm, position 2 
increases 6.56 dBm and position 3 increases 2.14 dBm. Position 2 results the best increment. These 
increments are plotted in Figure 8. 
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Figure 8.Signal reductions due to propagation and obstacle 
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The increment on received signal can be approximated by using the propagation model, for instant, 
the ITU-R model, where the losses occurred between the access point and the receiver can be calculated 
directly by using Equation 1, with d be distance, n is number of floor and Lf is losses factor, and Lf is floor 
losses [12]. 

Litu-r = '^Ologiof + N- logwd + Lf(n) - 28 (1) 

If the transmitted power of access point known, then the effective isotropic radiated power (EIRE) 
is: 


EIRP =power transmitted (AP)-cable loss -\-GTx (2) 

And the received signal strength indication (RSSI) in receiver is: 

R55/no-reflector =EIRP -putk loSS -\-GRx - LRx (3) 

This RSSI no-reflector IS the received power without reflector. In order to calculated the RSSI with-refiector 
the power increment should be calculated by considering losses from transmitter to reflector. The losses as 
the link is direct can be calculated using free space loss formula: 


Lpsi = 20log^of + N. log^od + 92.45 (4) 

The reflected power, Pq is calculated by using the following formula 

PS = ^-Po (5) 

Since the first medium is air and the second one is aluminium, then: 


Ml 


1,26x10“6 

8,85x10“12 


126,83 


n2 


/i2 _ 256x10-6 

1,115X10-^ 


= 33,56 


r = ^ = ^ = ^ = i,7i 

Eq Pq ni-n2 

If it is assumed that the reflected power directed to the receiver, then the power increment or 

PGSI increment IS. 


RSSIificrement PtCC Pq-EoSScc f-rec 


( 6 ) 


the total received power with reflector is: 


RSSI 


with-reflector 


- R‘S'5/no-reflector+ RSSIi^ 


(7) 


The R^S/with-refiector may vary depending on the reflected power by the reflector. R5'5/with-refiector could 
be smaller than R5'5/no-refiector if reflection causes the opposite phase signal. 

3.4. Impact of the Hole-in-the-wall Structure 

Eigure 5 shows the exact locations of the ornament-attached reflector and the results are plotted in 
Eigure 9. The hole-in-the-wall structure is able to improve signal level about 2.3 dBm in average. 
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Figure 9. Impact of the hole-in-the-wall structure 


When radio signal propagates through a small hole, the transmitted signal combined with the 
induced surface signal diffracted toward the hole as shown in Figure 10. This is occurred if the hole is sub 
wavelength or much smaller then A. [15]. 





Figure 10. Small hole signal diffraction [15] 


The forwarded signal power is [15]: 

= — k^a^Si ( 8 ) 

Where a is radius of the hole, k is propagation parameter and Si is the flux given by: 

St = 0.5 c Go Ef (9) 

Since the hole-in-the-wall structure is isolated by the concrete and the hole is not smaller then X, 
then output electric field transmitted through the hole is not Eo=Et+Esi [13], but Eo= E^i In order to increase 
higher signal level, size of I in Eigure 4 should be as thin as possible. But it will reduce the objective of the 
wall exists for. 


4. CONCLUSION 

This paper has introduced the WiEi-friendly building idea that enables the 802.11 signal propagating 
indoor efficiently. The study has proven concrete materials that dominate the building materials absorb WiEi 
signal the most. However, reflectors in certain positions are able to increase WiEi signal. Eor instance, 
ornament-attached reflector is able to improve WiEi signal up to 6.56 dBm. Eurther, a small hole-in-the-wall 
structure within the wall is able to increase signal in other side by 2.3 dBm in average. 
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By transforming the building properties as well as building structure, WiEi signal indoor can be 
boosted in certain level. Euture works may explore more on building properties that may help its friendliness 
to WiEi signal. 
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